Central Intelligence Agency 



Washington, D.C. 20505 


7 August 2019 

Mr. Joseph Lloyd 
Muckrock News 
DEPT MR 70334 
411A Highland Avenue 
Somerville, MA 02144 

Reference: F-2019-01202 

Dear Mr. Lloyd: 

On 18 July 2019, the office of the Information and Privacy Coordinator received your 18 July 
2019 letter asking for the status concerning your 8 March 2019 Freedom of Information Act 
request. 

Please be assured that your request is still in process. We can appreciate your concern with 
not having received a final response to your request. It is the overwhelming number of 
requests and their complexity that causes delays in our responses. We are making every 
effort to complete it as soon as possible. Per your request, we have checked on the status and 
have been provided an estimated completion date of 9 March 2021. Please note, this is only 
an estimated date and is subject to change. If you have not received a response by 9 March 
2021, please contact us. Meanwhile, we appreciate your patience and understanding while 
we continue to process your request. 

Sincerely, 

Mark Lily 

Information and Privacy Coordinator 



